POSTINGS  -  THURSDAY  -  FEBRUARY  14TH,  2019 


Subject:  POSTINGS  -  THURSDAY  -  FEBRUARY  14TH,  2019 
From:  san  CSI  <sancsi@lacity.org> 

Date:  2/11/19,  4:10  PM 

To:  "Jose  P.  Garcia"  <jose.garcia@lacity.org>,  "Lee,  Ronald" 
<ron.lee@lacity.org>,  Russell  Zamora  <russell.zamora@lacity.org>,  Richard 
Santa  Maria  <richard.santamaria@lacity.org>,  Bruce  Reed 
<bruce.reed@lacity.org>,  Roger  Duarte  <roger.duarte@lacity.org>,  Frederick 
Moody  <frederick. moody@lacity.org>,  Victor  Magana 

<victor.magana@lacity.org>,  Arthur  Hall  <Arthur.Hall@lacity.org>,  Jose  Vega 
<jose.vega@lacity.org>,  Juanita  Bell  <juanita.bell@lacity.org>,  Gabriel  Miranda 
<gabriel.miranda@lacity.org>,  Gonzalo  Barriga  <gonzalo.barriga@lacity.org>, 
Joseph  Fortaleza  <joseph.fortaleza@lacity.org>,  Steven  Pedersen 
<steven.pedersen@lacity.org>,  Howard  Wong  <howard.wong@lacity.org>,  Eric 
Lee  <eric.y.lee@lacity.org>,  Katrina  Montgomery 

<katrina. montgomery@lacity.org>,  Adam  Smith  <adam.j.smith@lacity.org>, 
Carolyn  Cook  <carolyn.cook@lacity.org>,  Salvador  Rosales 
<salvador.rosales@lacity.org>,  Anthony  Walker  <anthony.walker@lacity.org>, 
Danielle  Maldonado  <danielle.maldonado@lacity.org>,  Philip  Pedrosa 
<philip.pedrosa@lacity.org>,  Domingo  Orosco  <domingo.orosco@lacity.org> 
CC:  Angel  Ibarra  <angel.ibarra@lacity.org>,  Jaclyn  Williams 
<jaclyn.williams@lacity.org>,  Josselyne  Hernandez 
<josselyne.hernandez@lacity.org>,  Diana  Gonzalez 

<diana.gonzalez@lacity.org>,  Maria  Serrano  <maria.serrano@lacity.org>, 
Bladimir  Campos  <bladimir.campos@lacity.org>,  Cecelia  Shackelford 
<renee.shackelford@lacity.org>,  Janice  Murray  <janice.murray@lacity.org>, 
Richard  Young  <richard.x.young@lacity.org>,  Sarah  Washington 
<sarah.washington@lacity.org>,  Sarah  Bell  <Sarah.Bell@lacity.org>,  Katrena 
Barrera  <katrena.barrera@lacity.org>,  Leon  Ho  <leon.ho@lacity.org>,  Jonelle 
Gardea  <jonelle.gardea@lacity.org>,  Esteban  Osorio 

<esteban.osorio@lacity.org>,  Brandi  Cruz  <brandi.cruz@lacity.org>,  Anthony 
Anderson  <Anthony.E.Anderson@lacity.org>,  Sabrena  Edwards 
<sabrena.edwards@lacity.org>,  Victor  Hinderliter  <vhinderliter@lahsa.org>, 
Donald  Holt  <dholt@lahsa.org>,  MONIQUE  CONTRERAS 

<38228@lapd.lacity.org>,  "Sgt.  Adrian  Maxwell"  <32387@lapd.online>,  JERALD 
CASE  <36032@lapd.online>,  Seguenas  <33808@lapd.online>,  MARYA  MASON 
<34418@lapd.lacity.org>,  Matthew  Tenchavez  <mtenchavez@lahsa.org>, 
40604@lapd. online,  31546@lapd. online,  41517@lapd. online 


Hello, 


Please  find  postings  attached  for  THURSDAY-  FEBRUARY  14TH,  2019 


**4  WPD  teams  requested  -  Single  day  posting** 
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POSTINGS  -  THURSDAY  -  FEBRUARY  14TH,  2019 


LA  Sanitation 
Clean  Street  Los  Angeles 
WPD  Posting 
02/14/2019 

*  HE  -  Homeless  Encampments 

Team  1-  CD  10:  Wilshire  &  Olympic  Division 
Team  1  -  OT  Approved  for  for  3  hours.  (Please  post  for  11  hours  of  work) 

Authorization#  Auth  Address/ 

Address  to  Post  Cross  Street  #1  Cross  Street  #2  Details 

Comments  Police  Division 

1  190102001  5007  W  VENICE  BLVD ,  90019  S  MANSFIELD  AVE  S  LA  BREA  AVE 

SIDEWALK/STREET  HE  LOCATED  ON  STREET  ISLAND  WILSHIRE 

2  181226003  5100  W  VENICE  BLVD,  90019  S  REDONDO  BLVD  S  CLOVERDALE 

AVE  SIDEWALK/STREET  HE  ON  CURB  WILSHIRE 

3  181226002  5212  W  VENICE  BLVD,  90019  COCHRAN  AVE  BURNSIDE  AVE 

SIDEWALK/STREET  HE  ON  SIDEWALK  WILSHIRE 

4  181227010  WASHINGTON  BLVD  AT  APPLE  ST,  90016  APPLE  ST 

SIDEWALK/STREET  HE  LOCATED  IN  UNDERPASS  WILSHIRE 

5  181226004  2328  S  WEST  BLVD,  90016  W  23RD  ST  10  FWY  SIDEWALK/STREET  HE 

IN  SIDEWALK  OVERPASS  WILSHIRE 

6  181106006  VENICE  BLVD  AT  ORANGE  DR,  90019  W  PICO  BLVD  PICKFORD  ST 

SIDEWALK/STREET  HE  IN  MEDIAN  WILSHIRE 

7  180918021  1512  S  LA  CIENEGA  BLVD,  90035  CASHIO  ST  HORNER  ST 

SIDEWALK/STREET  WILSHIRE 

8  190107008  600  S  MARIPOSA  AVE,  90005  5TH  ST  6TH  ST  SIDEWALK/STREET  HE 

LOCATED  ON  SIDEWALK  OLYMPIC 

9  190107010  619  S  NORMANDIE  AVE,  90005  6TH  ST  WILSHIRE  BLVD 

SIDEWALK/STREET  HE  LOCATED  ON  SIDEWALK  OLYMPIC 

10  181101014  600  S  HOBART  BLVD,  90005  W  5TH  ST  WILSHIRE  BLVD 

SIDEWALK/STREET  OLYMPIC 

11  190107012  3636  W  6TH  ST,  90020  ARDMORE  AVE  WILSHIRE  BLVD 

SIDEWALK/STREET  HE  LOCATED  ON  SIDEWALK  OLYMPIC 

12  181119014  271  S  NEW  HAMPSHIRE  AVE,  90004  1ST  ST  3RD  ST  SIDEWALK/STREET 

HOMELESS  ENCAMPMENT  LOCATED  THROUGHOUT  THE  WHOLE  BLOCK  OLYMPIC 

13  181224014  450  NORMANDIE  AVE,  90020  6TH  ST 

SIDEWALK/STREET  OLYMPIC 

14  180831008  333  S  WESTERN  AVE,  90020  W  3RD  ST  W  4TH  ST 

SIDEWALK/STREET  HE  LOCATED  ON  SIDEWALK  OLYMPIC 

*These  authorizations  represent  CD  requests  for  this  team,  please  post  these 
locations  first 

Team  2-  CD  5:  West  Los  Angeles  &  Pacific  Division 
Authorization#  Auth  Address/ 

Address  to  Post  Cross  Street  #1  Cross  Street  #2  Details 

Comments  Police  Division 

1  190115011  3750  S  DURANGO  AVE,  90034  S  DURANGO  AVE  VENICE  BLVD 

SIDEWALK/STREET  Not  Authorized  -  Missing  LAHSA 

Signature  WEST  LOS  ANGELES 

2  190205006  3600  BAGLEY  AVE,  90034  HARLOW  AVE  EXPOSITION  BLVD. 

SIDEWALK/STREET  Not  Authorized  -  Missing  LAHSA 

Signature 

HE  AT  UNDERPASS  WEST  LOS  ANGELES 
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POSTINGS  -  THURSDAY  -  FEBRUARY  14TH,  2019 


3  190111017  1484  S  ROBERTSON  BLVD,  90035  SATURN  ST  CASHIO  ST 

SIDEWALK/STREET  Not  Authorized  -  Missing  LAHSA 

Signature  WEST  LOS  ANGELES 

4  190125011  MOTOR  AVE  AT  VENICE  BLVD,  90034  VENICE  BLVD  MOTOR  AVE 

SIDEWALK/STREET  Not  Authorized  -  Missing  LAHSA 

Signature 

HE  ON  SIDEWALK  BY  BUS  STOP  PACIFIC 


Team  3-  CD  3:  Topanga  Division 

Authorization#  Auth  Address/Address  to  Post  Cross  Street  #1  Cross 

Street  #2  Details  Comments  Police  Division 


1  190107017  7235  N  DE  SOTO  AVE,  91303  WYANDOTTE  ST  SHERMAN  WAY 

ALLEY  HE  IN  ALLEY  TOPANGA 

2  190104005  6615  N  WINNETKA  AVE,  91306  ARCHWOOD  ST  GILMORE  ST 

SIDEWALK/STREET  HE  ALONG  RIVERWALK  TOPANGA 

3  190104003  6926  N  DEERING  AVE,  91303  HART  ST  HE  LOCATED 

ON  SIDEWALK  TOPANGA 

4  190130013  5430  N  TOPANGA  CANYON  BLVD,  91367  CLARENDON  ST  BURBANK 

BLVD  Pending  Not  Authorized  -  Missing  LAHSA 

Signature 

HE  AT  UNDERPASS  TOPANGA 


Team  4-  CD  9:  Newton  &  77th  Division 

Authorization#  Auth  Address/Address  to  Post  Cross  Street  #1  Cross 

Street  #2  Details  Comments  Police  Division 

1  190206003  1177  E  55TH  ST,  90011  HOOPER  55TH  ST  ALLEY  Not  Authorized  - 

Missing  LAHSA 

Signature 

HE  IN  ALLEY  NEWTON 

2  190129016  3434  S  GRAND  AVE,  90007  W  JEFFERSON  BLVD  S  HOPE  ST 

SIDEWALK/STREET  Not  Authorized  -  Missing  LAHSA 

Signature  NEWTON 

3  190130003  2600  S  BROADWAY,  90007  ADAMS  BLVD  27TH  ST. 

SIDEWALK/STREET  Not  Authorized  -  Missing  LAHSA 

Signature 

HE  NEAR  BUS  STOP  NEWTON 

4  190204022  60TH  ST  AT  CENTRAL  AVE,  90001  CENTRAL  AVE 

SIDEWALK/STREET  Not  Authorized  -  Missing  LAHSA 

Signature  NEWTON 

5  190128003  5263  S  FIGUEROA  ST,  90037  52ND  PL  53RD  ST  SIDEWALK/STREET 


Not  Authorized  -  Missing  LAHSA 
Signature  77TH  STREET 

OT  CD  9  GRAND  LOCATIONS 

1  190207013  52ND  PL  AT  GRAND  AVE,  90037  GRAND  AVE  52ND  PL 

SIDEWALK/STREET  Not  Authorized  -  Missing  LAHSA 

Signature  NEWTON 

2  181203009  52ND  PL  AT  FLOWER  ST,  90037  110  FREEWAY  FLOWER  ST 

SIDEWALK/STREET  PLEASE  POST  BOTH  SIDES  OF  THE  STREET  77TH  STREET 

3  190207012  334  W  54TH  ST,  90037  GRAND  AVE  S  BROADWAY 

SIDEWALK/STREET  Not  Authorized  -  Missing  LAHSA 

Signature  NEWTON 


OHS  -  Central  Division 

Authorization#  Auth  Address/Address  to  Post  Cross  Street  #1  Cross 

Street  #2  Details  Comments  Police  Division 
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1  190124003  R2B:  Los  Angeles  (3rd  to  5th)  PLEASE  DO  NOT  CLOSE  AUTHORIZATION 

Expanded  Skid  row  Concentrated  Clean  up.  CENTRAL 


LA  Sanitation  and  Environment 
Clean  Streets  Los  Angeles  Team 

<https : //staticl . squa  respace . com/s tatic/56cb4flcd210b842c72 17732 

/t/5807el50f7e0abd4e55bf38f/ 14769 11447576/ ?format=1000w> 


Public  Works  Building 

1149  S  Broadway-5th  Floor 
(213)  485-3112 
(213)  847-2997 

sancsitalacity.orq  cmailto :  sancsitalacity .  orq> 


EQP  CSLA  Washington  District  Yard 
2649  E  Washington  Blvd,  L.A.  CA  90021 

(213)  473-7400 

(213)  473-7415 

sancsitalacity.orq  cmailto :  sancsitalacity .  orq> 


—Attachments: 


CD  9  (2.14.19).docx  737  kB 


CD  3  (2.14.19).docx 

551  kB 

CD  5  (2.14.19).docx 

618  kB 

CD  10  (2.14.19).docx 

2.0  MB 

CD  9  GRAND  LOCATIONS. docx 

546  kB 
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